XLII (TOP).     CAMBRIDGE, KING'S COLLEGE CHAPEL, BEGUN 1446, MAINLY EARLY l6TH CENTURY.
XLIII.    VALLADOLID, ST. PAUL'S, C. 1490-1515. DESIGNED BY SIMON DE COLONIA.